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ACTION COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO CIAE-00 PM-03 INR-07 L-03 

ACDA-10 NSAE-00 PA-02 PRS-01 SP-02 USIA-15 TRSE-00 

SAJ-01 DODE-OO EB-07 OMB-01 MC-02 1061 W 

069850 

R 171503Z JUN 75 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 2038 
INFO USMISSION NATO BRUSSELS 

UNCLAS LONDON 09234 

E.O. L1652: N/A 
TAGS: BEXP, UK 

SUBJECT: NATO INFRASTRUCTURE CONTRACT: ICB /OTICE: 
AMMUNITION STORAGE FACILITY 

1. EMBASSY HAS RECEIVED ICB NOTICE PERTAINING TO CON- 
STRUCTION OF AMMUNITION STORAGE FACILITY AT RAF 
LAKENHEATH (SUFFOLK COUNTY). ESTIMATED VALUE OF CONTRACT 
IS 350.U00 POURDS. TENDERS WILL BE INVITED SEPTEMBER 

1975 WITH WORK EXPECTED TO START FEBRUARY 1976. 

2. PROJECT COMPRISES SIX MASSIVE REINFORCED CONCRETE 
IGLOOS APPROX. 21 BY 8 METERS AND 4 METERS HIGH MOUNTED 
OVER WITH EARTH COVER, AND ONE RC FRAMED BRICK WALLED 
GUN POD STORAGE BUILDING. ASSOCIATED WORKS INCLUDE 
2,000 SQUARE METERS OF ROADS, 935 METERS OF FENCING, 

STORM DRAINAGE AND ELECTRICAL INSTALLATION (TO BE SUB- 
CONTRACTED). 

3. DETAILS AND ADDITIONAL INFORMATION AVAILABLE FROM: 

MR. W.K. BRISTOW. PROJECT MANAGER 

PROPERTY SERVICES AGENCY 
DEPARTMENT OF ENVIRONMENT 
DW ( AIR )/C WO 
88 BLENHEIM CRESCENT 
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